TABLE 1 PARTIAL LIST OP EARTH DAM FAILURES
No.	Name	Location	Ht. (ft)	Date of Failure	Reference	Core	Remarks
1	Fort Peck *	Montana	225	1938	War Dept., Report on	Silt hydr. fill	Foundation failure, low
					Slide, 1939		shear strength.
2	La Regadera *	Colombia, So. Amer.	108	1937	Personal records	Clay	Foundation   failure   in
							plastic clay.
3	Marshall Creek *	Kansas	70	1937	Report on Failure &	Clay, silt	Foundation   failure   in
					Reconstruction		plastic clay.
					2/11/38, Chief of		
					Engineers U.S.A.		
4	Clendening *	Ohio	62	1934	Personal records	Imperv. rolled	Slight shear failure of
						material	plastic embankment.
5	Tappan *	Ohio	52	1934	U.   S.   Engineer  Off.,	Rolled material	Movement from excess
					Zanesville, Ohio	25% clay	consolidation.
6	Belle Fourche *	S. Dakota	115	1933	Eng. News-Record, V.	Rolled earth	Upstream slide, sudden
					Ill, p. 371		drawdown.
7	Alexander	Hawaiian Islands	125	1930	Eng. News-Record, V.	Hydraulic fill	Internal liquid pressure.
					104, p. 869		
8	Balsam	New Hampshire	60	1929	Eng. News-Record, V.	Concrete	Spillway   discharge
					102, p. 885		eroded    toe    caused
							sloughing.
9	Pleasant Valley	Utah	63	1928	Eng. News-Record, V.	Puddle   cutoff	Settlement and piping.
					101, p. 915	earth fill	
10	Table Rock Cove	Greenville, S. C.	140	1928	Eng. News-Record, V.	Clay	Partial  failure  due  to
					103, p. 934		broken outlet pipe.
11	Puddingstone	California	50	1926	Eng. News-Record, V.	Cone, facing	Overtopping.
					96, pp. 665-913		
12	Apishapa	Colorado	115	1923	Eng. News-Record, V.	Concrete	Settlement   cracks,
					91, pp. 357-418		caused piping.
13	Calaveras *	California	240	1918	Idem, V. 72, p. 692	Clay	Liquid pressure   on
							shells.
14	Lower Otay	California	136	1916	Idem, V. 75, p. 334	Steel	Insufficient spillway.
15	Weisse, Passe River	Bohemia	42	1916	Idem, V. 77, p. 139	Steel	Seepage along conduit.
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